Brief comment text:

As a senior product engineer at VOS Systems it would be a great disservice to reconfigure the 902-928 MHz band as we are basing a good portion of our roadmap and R&D on the expectation that the band will remain available. Our main use of the 900 MHz band is primarily for safety use cases in a panic button product. Eliminating this band will jeopardize the workers and teachers that will rely on it in the future. Furthermore we strongly believe that the unlicensed spectrum is vital for advancements in IoT solutions using LoRaWAN and WiFi Halow. No one company should get to reallocate resources employed by the masses.
